Grouting:

The process of filling with grout.

Grout stiffness ratio:

Ratio of grout column to the total connec-
tion stiffness; also defined as stiffness
factor.

Grout strength:

Horizontal joint:

Average compressive strength of grout meas-
ured on six 6xl2-in. (152x305 mm) cylinders.
Ranges of strength are:

Low: 2500 to 4000 psi (17.2 to 27.6 MPa)
Medium: 4000 to 5500 psi (27.6 to 37.9 MPa)
High: 5500 to 7000 psi (37.9 to 48.3 MPa)

The zone common to the wall and floor panels
in a horizontal direction.

Integrity of connection

The ability of a connection to transfer
loads from one portion or element to another
while retaining its structural stability.

Interior joints:

Horizontal    joints    connecting    interior   wall
panels and floors.

Joint strength:

Large panel (LP) structures

The maximum load sustained by a joint.

A structural system composed of vertical
load-carrying elements of large precast wall
panels with precast floors and roofs of
panels or planks.

Optimum wall reinforcement:

Minimum transverse reinforcement provided at
the ends of wall panels to keep the walls
from splitting before grout is crushed in
the joint.

Service load:

Unfactored normal  loading condition.

-57-)
